section; and afterwards, in 1801, an administrator-general of Piedmont, where he was replaced by General Menou in 1803, being himself entrusted with the command in Italy This place he has preserved until last month, when he was ordered to resign it to Massena, with whom he had a quarrel, and would have fought him in a duel, had not the Viceroy, Eugenius de Beauharnais, put him under arrest and ordered him back hither, where he is daily expected. If Massena's report to Bonaparte be true, the army of Italy was very far from being as orderly and numerous as Jourdan's assertions would have induced us to believe. But this accusation of a rival must be listened to with caution; because, should Massena meet with repulse, he will no doubt make use of it as an apology; and should he be victorious, hold it out as a claim for more honour and praise.
The same doubts which still continue of Jourdan's political opinions remain also with regard to his military capacity. But the unanimous. declaration of those who have served under his orders as a general must silence both his blind admirers and unjust slanderers. They all allow him some military ability; he combines and prepares in the cabinet a plan of defence and attack with method and intelligence, but he does not possess the quick coupcount.
